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Message Text 



UNCLASSIFIED 

PAGE 01 BAMAKO 03491 121828Z 
43 

ACTION CU-04 

INFO OCT-01 AF-05 ISO-OO EB-05 FAA-00 DOTE-OO AID-07 

USIA-12 /034 W 

— - 101930 

R 121441Z NOV 73 
FM AMEMBASSY BAMAKO 
TO SECSTATE WASHDC 8139 

UNCLAS BAMAKO 3491 

EO 1 1652 N A 
TAGS: OEXC, ML 

SUBJ: AVIATION ACCIDENT INVESTIGATION TRAINING 

THE EMBASSY HAS BEEN ASKED BY CIVIL AVIATION DIRECTOR, MOUSSA 
MAIGA, IF IT IS POSSIBLE TO ARRANGE A TRAINING COURSE IN AVIATION 
ACCIDENT INVESTIGATION FOR ONE OF THE GOM'S PILOTS. MR MAIGA 
BELIEVES THAT THERE IS SOME SCHOOLING AVAILABLE IN THE UNITED 
STATES IN THIS LINE. EMBASSY DOES NOT SEE HOW THIS REQUEST FITS 
INTO ANY OF ITS ONGOING PROGRAMS AND REQUESTS THE DEPT 
TO ADVISE IT IF ACCIDENT INVESTIGATION COURSES ARE AVAILABLE 
AND IF THE DEPT OR SOME OTHER US AGENCY COULD SPONSOR A 
QUALIFIED MALIAN PILOT FOR SUCH TRAINING. 

KUNIHOLM 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 NOV 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973BAMAKO03491 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: BAMAKO 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: linkl 973/newtext/tl 9731 141 /aaaabdqh. tel 

Line Count: 40 
Locator: TEXT ON-LINE 
Office: ACTION CU 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: boyleja 
Review Comment: n/a 
Review Content Flags: 

Review Date: 19 OCT 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <19-0ct-2001 by joneskg0>; APPROVED <14 FEB 2002 by boyleja> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: AVIATION ACCIDENT INVESTIGATION TRAINING THE EMBASSY HAS BEEN ASKED BY CIVIL AVIATION DIRECTOR, MOUSSA 
TAGS: OEXC, ML 
To: STATE 
Type: TE 
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